DART AEROSPACE LTD 

VICTORIA INTERNATIONAL AIRPORT, CANADA 
DRAWING NO. REV. A 
D2489 
mE 


HANDLE PLATE 


40.257 (TYP) 


R0.250 


0.128 (TYP) ea 
4.003 jid ET 


MATERIAL: 6061—T6 ALUMINUM 


Copyright 1995 by DART AEROSPACE. LTD 


